From: 

Sent: 

To: 

Subject: 


Khan, Annie (DPH) 

Wednesday, January 25, 2006 9:05 AM 
Salemi, Charles (DPH) 

GC Tanks 


Hydrogen tank ~ 400 lbs 

Helium Tank ~ 650 lbs 

Thanx, 

Annie 


l 


Folk OIG PRR 032668 



